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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



IS 7791 (1975) : Projector alignment test film for 35 mm 
motion-picture sound reproducers [MED 32 : Photographic 
Equipment] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



■K^y / 1 juaaaws^fea rs^^TTF^ 



2*S< W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



UDC 778-584 : 771 -531 351 : 6201 158 



IS : 7791 -1975 




Indian Standard ( Reaffirmed 2005 

SPECIFICATION FOR 

PROJECTOR ALIGNMENT TEST FILM FOR 35 mm 

MOTION PICTURE SOUND REPRODUCERS 
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1. Scope — Covers requirements of projector alignment test film for 35 mm motion picture sound 
reproducers. 

2. Description — This film is intended to provide in a single test film of high accuracy several quantitative 
visual tests that have always been difficult to perform. They are as follows : 

a) Aperture measurement, 

b) Height steadiness, 

c) Side weave, 

d) Travel-ghost, 

e) Focus, 

f) Buckling, and 

g) Squeeze ratio. 

3. Requirements 

3.1 The test film shall be a positive print from an original negative having a black background with all copy 
white or transparent The film stock used shall have high resolution and shall be accurately perforated 
on both edges, one frame interval at a time so that the steadiness of each frame will be in respect to its 
perforation. 

3.2 The dimensions should be obtained from the following figure: 
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ALL PURPOSE PROJECTOR ALIGNMENT FILM 
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3.3 The target given in 3.2 is designed with a vertical centre line 18-75 mm from the guided edge for both 
anamorphic and wide screen apertures. The maximum outside lines represent an aperture of 21 -31 mm 
(indicated as 839) by 18i6 mm (indicated as 715). The dimensions of the aperture of 20-96 mm (indi- 
cated as 825) by 1 81 6 mm (indicated as 71 5) are within this field. Sufficient vernier scale lines (in a tapered 
arrangement) are provided on side/fop and bottom along the respective centre lines. The side vernier scale 
lines are 0*025 mm. The top and bfottom are 0*05 mm and spaced 0*25 mm. Horizontal and vertical scale 
lines appear on the screen to be of equal thickness, when projected to an anamorphic ratio of 2 to 1 . 

3.4 The film stock used shall be cut and perforated in accordance with IS : 6085-1971 'Dimension for 
35 mm motion picture film'. 

3.5 The film stock used shall not have a shrinkage of more than 0*5 percent. 
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